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Measure DC loop resistance 


Use Procedure 7 to measure DC loop resistance. 


Procedure 7 
Measure DC loop resistance by using standard procedures. 


Note: The DC loop resistance limit of 175 ohm should be reduced by 
1 ohm for each one percent of the total loop that is aerial cable. 
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